DOCKETED ITEMS     123

9106060210 Forwards application for amend to License NPF-29,deleting several refs to
operation of reactor recirculation sys in non-loop manual (automatic) mode of flow
control.

COTTLE.W.T. Entergy Operations, Inc. 91/05/30. Document Control Branch (Docu-
ment Control Desk). 2pp. 58003:058-58003:076.

-9106060214 Application for amend to license NPF-29,deleting several refs to operation
of reactor recirculation sys in non-loop manual (automatic) mode of flow control.
COTTLE.W.T. Entergy Operations, Inc. 91 /05/30. 6pp. 58003:060-58003:065.

-9106060217 Proposed tech specs.deleting ref to operation of reactor recirculation sys
in non-loop manual (automatic) mode of flow control.

*  Entergy Operations, Inc. 91/05/30. 11pp. 58003:066-58003:076.

9106060221   Forwards  application  for amend  to  License  NPF-29,changing  allowed
outage times for containment drywell hydrogen analyzers & monitors & changing time
limit for inoperable radiation monitor to be reportable per Tech Spec 6.9.2.
COTTLE.W.T. Entergy Operations, Inc. 91/05/30. Document Control Branch (Docu-
ment Control Desk). 2pp. 58003:077-58003:087.

-9106060223 Application for amend to license NPF-29,changing allowed outage times
for containment drywell hydrogen analyzers & monitors & change time limit for inoper-
able radiation monitor to be reportable per Tech Spec 6.9.2.
COTTLE.W.T. Entergy Operations, Inc. 91/05/30. 1p. 58003:079-58003:079.

-9106060225 Proposed tech specs.changing time limit within which inoperable radiation
monitor becomes reportable per Tech Spec 6.9.2.

*  Entergy Operations, Inc. 91/05/30. 8pp. 58003:080-58003:087.

9106190257 Forwards Rev 10 to GGNS-TOP-1A, "Operational QA Manual."
COTTLE.W.T. Entergy Operations, Inc. 91/06/10. Document Control Branch (Docu-
ment Control Desk). 2pp. 58190:001-58190:257.

-9106190262 Rev 10 to GGNS-TOP-1A, "Operational QA Manual."

*  Entergy Operations, Inc. 91/06/10. 391pp. 58190:003-58190:257.

9106270046 Requests withdrawal of 910410 proposed change to Tech Spec bases to
License NPF-29.

COTTLE.W.T. Entergy Operations, Inc. 91/06/17. Document Control Branch (Docu-
ment Control Desk). 2pp. 58247:356-58247:357.

Q. Inspection reports, IE Bulletins & correspondence

9106110090 Informs of reversal of position & return to prior practice of responding to all
NOV response Itr.

EBNETER.S.D. Region 3 (Post 820201). 91/03/19. COTTLE.W.T. Entergy Operations,
Inc. 4pp. 57997:267-57997:270.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060116 Forwards Insp Rept 50-416/91-09 on 910415-19.Violation noted but not
cited re failure to conduct surveillance test during past 18 months to verify EOF HVAC
sys isolation capability.

COLLINS.D.M. Region 2 (Post 820201). 91/05/23. COTTLE.W.T. Entergy Operations,
Inc. 4pp. 58010:302-58010:313.

-9106060121 Insp Rept 50-416/91-09 on 910415-19.Violation noted but not cited.Major
areas inspected:site emergency preparedness program including.emergency plan &
associated implementing procedures.facilities.equipment & instrumentation.
KREH.J.L,   RANKIN.W.H.   Region   2   (Post  820201).   91/05/21.   8pp.   58010:307-
58010:313.

9106040426 Responds to NRC Itr re violations noted in insp rept 50-416/91-07 on
910213.Corrective actions:surveillance procedure revised to eliminate transposition of
data between pages & quality deficiency rept initiated.

COTTLE.W.T. Entergy Operations, Inc. 91/05/29. Document Control Branch (Docu-
ment Control Desk). 3pp. 57999:242-57999:244.

9106060098 Forwards Insp Rept 50-416/91-11 on 910414-0518.Violations noted but not
cited re failure to take adequate corrective action to prevent covering inlet flange of
dilution flow sys.

VERRELLI.D.M. Region 2 (Post 820201), 91/05/30. COTTLE.W.T. Entergy Oper-
ations, Inc. 4pp. 58008:345-58008:358.

-9106060099 Insp Rept 50-416/91-11 on 910414-051 S.Violations noted but not
cited.Major areas inspected:operational safety verification.maint/surveillance
observation.action on previous insp findings & ROs.

MATHIS.J.L, CANTRELL.F.S. Region 2 (Post 820201). 91/05/30. 10pp. 58008:349-
58008:358.

9106060227 Forwards comments on 1991 SALP rept.

COTTLE.W.T. Entergy Operations, Inc. 91/05/30. Document Control Branch (Docu-
ment Control Desk). 8pp. 58001:341-58001:348.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106110123 Discusses SALP rept sent on 910425,meeting on 910514 to discuss rept &
written response to rept dtd 910530 & forwards summary of meeting.slides & rev to
initial SALP rept.

EBNETER.S.D. Region 2 (Post 820201). 91/05/31. COTTLE.W.T. Entergy Operations,
Inc. 40pp. 57998:111-57998:149.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106270094 Ack receipt of 910529 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-416/91-07.

VERRELLI.D.M. Region 2 (Post 820201). 91/06/06. COTTLE.W.T. Entergy Oper-
ations. Inc. 3pp. 58223:261-58223:263.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106100404 Forwards quarterly status rept.Mar 1991. "Degraded Core Accident Hydro-
gen Control Program."

COTTLE.W.T. Entergy Operations, Inc. 91/05/31. Document Control Branch (Docu-
ment Control Desk). 5pp. 58097:001-58097:005.

9106210135 Monthly operating rept for May 1991 for Grand Gulf Nuclear Station Unit
1.W/910614 Itr.

DAUGHTERY.LF., COTTLE.W.T. Entergy Operations, Inc. 91/05/31. 6pp. 58202:186-
58202:191.

9106110325 Forwards summary of changes.tests & experiments under requirements of
10CFR50.59 safety evaluation for June-Dec 1990.

COTTLE.W.T. Entergy Operations, Inc. 91/06/04. NRC - No Detailed Affiliation Given
211pp. 58097:130-58097:339.

S. Reportable occurrences, LERs & related correspondence

9106040431 LER 91-003-00:on 910425,containrnent penetrations discovered in non-
compliance w/local leak rate testing requirements. Caused by misintepretation of
composite drawings.Drawings revised.W/910528 Itr.

BURKE.B.A., COTTLE.W.T. Entergy Operations. Inc. 91/05/28. 4pp. 58091:304-
58091:308.

9106190230 Special repton 910513,ernergency diesel generator II failed during monthly
standby diesel generator functional test. While reaching max load.oscillations ob-
served in dc field volt,dc field amps & ac amps.

COTTLE.W.T. Entergy Operations, Inc. 91/06/12. Document Control Branch (Docu-
ment Control Desk). 3pp. 58186:118-58186:120.

9106270110 PNO-ll-9l-033:on 910611 .licensee commenced planned reactor shutdown
to exceed 72 h from 100% power to repair recirculation pump seals.
WRIGHT.R.W. Region 2 (Post 820201). 91/06/12. 1p. 58223:305-58223:305.

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby
diesel generator sys involving intake & exhaust power valve springs mfg by Associat-
ed Spring.Recornmends that springs be inspected on periodic basis.
GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 7pp. 58244:022-58244:028.

DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2

A. Application/construction stage documents & correspondence

9106030146 Notification of 910605 meeting w/util in Rockville.MD to discuss facilities
cooling tower drift & environ assessment.

KINTNER.L.L Project Directorate IV-1. 91/05/21. QUAY.T.R. Project Directorate IV-1.
4pp. 57887:275-57887:278.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises

6  Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York. Inc. 85pp. 58162:159-58162:244.

DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3

F. Security, medical, emergency & fire protection plans

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91-
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re-
quirements for air sampling & engineering controls reinforced w/health physics staff.
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/14.
Document Control Branch (Document Control Desk). 7pp. 58202:001-58202:007.

9106170240 Revised EPIPs.including rev 37 to 1.02,Rev 23 to 1.03,Rev 14 to 1.05,Rev

7  to 1.06,Rev 1 to 1.07,Rev 16 to 3.01,Rev 12 to 4.01,Rev 18 to 4.02,Rev 7 to
4.06,Rev 7 to 4.07,Rev 8 to 4.08,Rev 7 to 4.09,Rev 14 to 4.10 & Rev 1 to 4.11.

* Northeast Utilities. 91/06/15. 150pp. 58166:001-58166:346.

9106260096 Informs NRC staff of scheduled annual emergency preparedness exercise
at Millstone Nuclear Power Station for 910926.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.E.J. Northeast Utilities. 91/06/19. LAZARUS.W.J. Region 1 (Post 820201).
2pp. 58226:199-58226:200.106110028 Advises that NRC has reversed position re response to NOV response Itrs
